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SUBJECT: GERMAN NUCLEAR POWER PLANT TO USSR - AEL 1 
AND 36 

REFS: A. COCOM DOC. (74) 1859 
B. OECD PARIS 24896 

1. GERMAN DEL HAS INDICATED TO US BILATERALLY THAT, 

IN HIS VIEW, HIS STATEMENT IN FINAL SENTENCE OF PARA- 
GRAPH 9 OF DOC. (74) 1957 THAT USSR WOULD BECOME OWNER 
AND SOLELY RESPONSIBLE FOR BOTH NEW AND SPENT FUEL 
ELEMENTS INDIRECTLY ANSWERED US QUERY REGARDING DIS- 
POSITION OF PLUTONIUM GENERATED BY THE PLANT. 

2. IN RESPONSE TO QUESTION BY USDEL HE SAID HE THOUGHT 

IT MOST UNLIKELY, CONSIDERING ADAMANT REFUSAL BY SOVIET 
OFFICIALS TO APPLY SAFEGUARDS, THAT THIS POINT WOULD BE 
RAISED AGAIN BY CHANCELLOR SCHMIDT IN MOSCOW. THE 
RUSSIANS, HOWEVER, WERE CERTAIN TO ASK ABOUT THE PLANT. 
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